SUNNYSIDE ROSE GARDEN 
This garden contains about 4,700 rose bushes 
of 50 varieties. It was planned and planted 
by the Charlotte Garden Club in 1931, and is 
supervised by a committee from the Garden 
Club, who cut the roses for the Charlotte 
Hospitals. The Sunnyside Rose Garden is 
maintained by the Charlotte Parks and Re¬ 
creation Commission. 
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